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HELP! 

IF YOU HAVE FOUND THIS REGISTRY USEFUL 
PLEASE CONSIDER CONTRIBUTING INFORMATION 
OR MAKING A FINANCIAL DONATION TO KEEP THIS PROJECT GOING 

Mailing Address: 

David P. Fuller 
525 Madison Avenue 
Lodi, WI 53555 

Email: steamnfuller@yahoo.com Pay pal: steamnfuller@yahoo.com 

Corrections, updates, comments, questions and information requests encouraged. 

Financial contributions are not tax deductible and 
will be used for continued research and distribution 
of information related to antique machinery and 
manufacturers. Donations in the form of check/money 
order is preferred, though Paypal is accepted as an 
alternative . 


ATTENTION 

cfNotice to all users 

This project can only continue with support from 

YOU! 

That’s correct, the future is in your hands. You’ve seen the prices 
on books and materials of this type available commercially - so why 
shell out your hard-earned money on that when you can benefit 
yourself and everyone else in the hobby by contributing financially 
to this project. Updates in computer equipment and the purchase 
of research materials are dependent on money donated. Digital 
materials generated are FREE for the user, and always will be. 

DOWNLOAD, PRINT, COPY AND SHARE THIS MATERIAL AT WILL 


